St.  Andrews  Parish  Church  was  built  in  1706  of 
plain  brick.  In  1  723,  it  was  added  to,  making  the 
entire  structure  conform  to  the  shape  of  a  cross.  In 
1  764,  it  was  destroyed  by  fire  and  rebuilt  in  its 
present  shape. 
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